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From: Tho Medical Officer of the Day, Station Hospital, Navy // 3002 

To: Commanding Officer, KACS-1, KAG-11 

Subj : Medical opinion in ca3e of SCHRAND, Martin D., 1639695* 

PVT USMC (Deceased) 
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1. It is ir.y medical opinion that the life of SCllRAND, Martin D., 
could not have been saved by any form of first-aid treatment 
either at the scene of the shooting or in the ambulance prior 

to his arrival at the hospital. 
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2, The wound disrupted many large vessels beneath the left shoulder 
and this area is not accessible to any form of first-aid treatment. 
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